AMENDMENT NO. 6 FEBRUARY 2021 
TO 


IS 14543 : 2016 PACKAGED DRINKING WATER (OTHER 
THAN PACKAGED NATURAL MINERAL WATER) — 
SPECIFICATION 


( Second Revision ) 


(Page 1, clause 5.1.1) — Substitute the following for the existing: 


‘5.1.1 Water shall be derived from surface water or civic water supply or 
underground water or sea water or any other consistent source of water which 
may be subjected to herein under specified treatments, namely, decantation, 
distillation, filtration, combination of filtration, aerations, filtration with membrane 
filter, depth filter, cartridge filter, activated carbon filtration, demineralization, 
remineralization, reverse osmosis and packed after disinfecting the water to a 
level that shall not lead to any harmful effect in the drinking water by means of 
chemical agents or physical methods to reduce the number of micro-organisms 
to a level below scientifically accepted level for food safety or its suitability: 
Provided that sea water, before being subjected to the above treatments, shall be 
subjected to desalination and related processes.’ 


(Page 1, clause 5.2.3, Note) — Substitute the following for the existing: 
‘NOTE — In case of dispute, the method indicated in IS 5887 (Part 2) shall be the referee 
method’. 


(Page 2, clause 5.2.8, line 3) — Substitute ‘(see Note under 5.2.9)’ for 
‘(see Note)’. 


(Page 2, clause 5.2.9, Note, line 4) — Substitute ‘5.2.1 to 5.2.3, 5.2.5’ 
for ‘5.2.1 to 5.2.5’. 


(Page 2, clause 6) — Insert the following at the end: 
‘Glass bottles shall be conforming to IS 1107 or IS 11984.’ 


[Page 2, clause 7.1 g)] — Substitute the following for the existing: 


‘g) BEST BEFORE........ (DATE/MONTH/YEAR); or BEST 
BEFORE........ DAYS OR MONTHS FROM  PACKAGING/ 
MANUFACTURE (in capital letters);’ 


[Page 3, Table 2, SI No. (xix), col 2] — Substitute ‘Phenolic compounds (as 
C,H.OH), mg/l, Max’ for “Phenolic compounds (as C,H.OH)’. 


[Page 3, Table 2, SI No. (xix), col 3] — Substitute ‘0.001’ for ‘Absent’. 


[Page 3, Table 2, SI No. (xx), col 2] — Substitute ‘Mineral oil, mg/l, Max’ 
for ‘Mineral oil’. 


[Page 3, Table 2, SI No. (xx), col 3] — Substitute ‘1.0’ for ‘Absent’. 


(Page 3, Table 3) — Insert the following new entry at the end: 


Table 3 
SI No. Characteristic Requirement Method of Test, Ref to 
(1) (2) (3) (4) 
x) Uranium, mg/l, Max 0.03 IS 3025 (Part 65) 


(Page 5, Annex A) — Substitute ‘IS 3025 (Part 2) : 2019 Methods of sampling 
and test (physical and chemical) for water and waste water: Part 2 Determination 
of selected elements by inductively coupled plasma optical emission spectrometry 
(ICP-OES) (first revision)’ for ‘IS 3025 (Part 2) : 2004 Methods of sampling and 
test (physical and chemical) for water and waste water : Part 2 Determination of 
33 elements by inductively coupled plasma atomic emission spectrometry’ 


(Page 5, Annex A) — Insert the following new entries at appropriate places: 


IS No. Title 


1107 : 1986 Specification for aerated water glass bottles, crown finish 
type (second revision) 


IS No. Title 


3025 (Part 65): Methods of sampling and test (physical and chemical) for 
2014 water and waste water: Part 2 Application of inductively 
coupled plasma mass spectrometry (ICP-MS) — 

Determination of 62 elements 


11984 : 1986 Specification for glass bottles for free flowing liquids 
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